i 


Approved For Release 2003/04/02 : CIA-RDP80R01 731 R0002001 00062-5 


Executive Registry 1 



I kn» 

E 

mm 


of 1? April 
jPM 


X* io latetft 
or to u w i 


la arttini 


to 
m 

Ml oan £U«rtri« 


froo jim 
X 


«itO Motet 


SIGNED 
mm u. 


STAT 


SirtriK&ioaai 


dd 21 April 59 


®*4* - Mtottw 
1 * SCI 

1 - Col. Grogan 
1 

*8 v/bealc 


STAT 


fry^t'TTT — ; — -••- ^L 

Approved For Release 2003/04/02 :^A-R6P80R01 731 R000200?00062-^ 






Approved For Release 2003/04/02 : CIA-RDP80R01 731 R0002001 00062-5 


A 





6ERVIN3 THE HEART 
OP WISCONSIN 


Wisconsin Power and Light Company 

122 W. WASHINGTON AVE. 


MADISON 1, WISCONSIN 



April 17, 1959 


Mr. Allen w. Dulles, Director 
Central Intelligence Agency 
Washington, D. C. 

Dear Mr. Dulles: 

Without question, you brought our Edison 
Electric Institute Convention to a high point on 
Wednesday afternoon, and this was indicated not 
only by the fine attendance, but also by the 
tremendous interest in your talk. 

We are very appreciative of your excellent 
contribution to our convention. 



President 


CJFsEAC 

CC: Mr. William Webster 
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